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Abstract: In order to obtain larger, clinical-scale and practical-scale bone grafts, we have designed both tailored scaffolds and tailored bio incubator with optimal bio-production characteristics. Using DIC files to Simpleware Scan-IP (Simple-ware-exeter United Kingdom), we have digitally reconstructed segmental additive bone-tissue in order to perform images processing. Both hydroxyapatite and tannin composites have been used in order to get the final bone modules combined for retexturing of segmental bone defect. We have found that sectioning of bone segment deficiency reorganizations into well disk-shaped design permits one to standardize the cell culture and seeding protocol, to get better products. The present study concludes that some techniques with cultured cell in segmental bone grafts in the laboratory can be transferred and clinically used.
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Nomenclature



	BSs
	bone segments



	BTE
	bone tissue engineering



	DIC
	computer files and extensions



	DICOM
	digital imaging and communications in medicine



	i-PSCs
	induced pluripotent stem cell



	NECM
	network of extracellular matrix



	NECM
	network of extracellular matrix (NECM)



	PIs
	perfusion inserts



	RF
	rabbit femur



	SB
	segmental bone



	SBGs
	segmental bone grafts



	µCT
	micro computed tomography




1  Introduction

Human bone is a metabolically active tissue accountable for protection, support, locomotion, and mineral storage and it can provide an environment for homeostasis, and hematopoiesis [1,2]. Most remarkably, bone tissues suffer a periodical remodeling [3]. This means keeping a metabolic balance between the osteoblast-mediated bone formation and osteoclast mediated bone metabolic processes throughout the entire period of mammalian-life [4–6]. In general, bone metabolic processes, in adults, takes about ten days and reformation takes about three months (up to 5 months) to reach about 10% of osseous tissue through each year [7–9]. Human bone has an excellent-intuitive repair properties and rehabilitation capability; however, and unfortunately, these properties are valid only for minor damages. However, defects, cracks and/or small fractures (critical size threshold is typically around 2 cm), which exceed the critical size some external techniques and interventions are still needed for the, based on the anatomical site [10–13].

In 2019, the global demand for bone graft substitutes was estimated at over 2 billion USD [14] and is predicted to hit 4.85 billion by 2030, double the current rate [14]. Therefore, an urgent need to develop and ameliorate bio-mimetic-bone grafts (BGs) as several million people worldwide have become witnesses of orthopedic ailments every year [15,16]. Here, bone tissue engineering (BTE) remains the most effective, low cost and promising approach that could mitigate the side effects combined with the typical gold standard techniques [17]. Regardless of the progress of several biomaterials, tannin compositions have received recent attention for their potential use as a smart graft material with stem cells 21 instead 18 [18–24] for creating a hierarchical bone structure.

In the human skeleton, cells are arranged in a very well-recognized microenvironments having some complex network of extracellular matrix (NECM). With some extent of similarity to a beehive, this net not only supports the cells but also supplies chemical, topographical, and mechanical cues arranging the cell fate [25]. Some authors [26,27] have reported that, osteoid-cells have some sort of crystal-structure, however, others have reported dimensions of these osteoid blocks ranging within 10 nm up to 300 nm [28,29]. Several authors have provided certain evidence that the NECM characteristics drastically affect cell morphology, emigration, propagation, differentiation, and discrimination [30–32]. In order to have a capacity to produce good-replicas of bone-NECM in micro-scale (or even in nanoscale), one should study the essential factors that control the bone-NECMs interaction techniques both in vitro and with using suitable stem cells and tissues for several biomedical purposes [33]. Authors have used stem cell differentiation, in such a way to mix molecules with some standard plasticity composites used as substrates. This mix cannot supply the cells with the essential electric information: Topographical, and mechanical signals, can exist in the NECM-microenvironment; and these topographical, and mechanical signals are essential factors necessary to control the stem cell vitality and activity to perform complete differentiation into mature cell types [34–36]. Recently, several authors have used bottom-up self-assembly techniques in order to investigate the responses and the biological-behavior of stem cells to certain (particular) topographical variations [37–39]. Moreover, Zhang et al. [40] and Zhou et al. [41] have mixed oligopeptides with active stem cells to form some adhesion motifs; while Amores de Sousa et al. [42] have obtained nanofibers when combining oligopeptides with active stem cells, or combined with hydrogels [43]. This has been used to fabricate surface patterns that mimic tissue characteristics and improve stem cell differentiation [43]. Dellatore et al. [44] have obtained mimic tissue when improving stem cell differentiation. On the other hand, authors in references [21–24] have noticed that addition of tannin composites to a stem cells NECM can ameliorate the cell viability and can provided the NECM-microenvironment with topographical, and mechanical signals, which arise due to the presence of these natural composites through the NECM-microenvironment. Tian et al. [45] have used tannic acid modified hydroxyapatite to evaluate on some definitive-sized calvarial defects in rats. da Câmara et al. [46] have used tannin composites to activate the biocompatibility and cell response, macro-porous cement scaffolds using polyethylene glycol particles. Koopmann et al. [47] have reviewed some bio-applications of tannin composites. In fact, very reactive polyphenols compounds compose the main trunk of the natural tannin. They are sustainable-bio-sourced, eco-friendly, and low-cost materials. Recently, several authors have been interested to understand the multilateral properties and characteristics of tannin composites [48–69]. In general, tannin compounds can react and interact with a broad set of various compounds, inclusive chalcogenides, and ceramics, as well as some organic classes.

For example, hybrid-systems allow the preparation of different hi-tech nanocomposites. Therefore, these various compounds have some possibility to be used in different technological applications. In addition, the tannin compounds can be used as functional chemical building blocks, in particular in bio- chemical and bio-medical applications. This makes the main aim of the present study: One presents a reproducible, low cost and effective solution to construct segmental grafts, which can be used to repair segmental bone (SB) deficiency, in suitable practical size. In fact, one can effectively treated and repaired the SB deficiencies using BGs techniques, and in general bone engineering (BE) [70–73]. However, in order to obtain clinically applicable production of therapeutically parts, there still some challenges; in particular when repairing (or reproducing) relatively massive parts (exceeding two centimeters) [10]. Therefore, the present study suggests a technique including growing segmental bone grafts (SBGs) in the laboratory. Then, these SBGs can be transferred and clinically used.

From an economic point of view, the economic load of skeletal defects is huge and expected to exponentially increase over the next decades [74,75] due to the fast global population-growth and addendum of life hope [75], with a combined annual US market for bone repair and regeneration therapies projected to reach 3.5 billion by 2017 [76,77]. A large number of bone-proxy composites are nowadays available for skeletal reconstructions, with the transplantation of autologous bone grafts still remaining the gold standard treatment [78]. Cheap three-dimensions printing devices are nowadays available for about five hundred US$, however, these devices bring out lower efficient substitutes, suitable for many applications. In addition, industrial tools cost about thirty thousand of US$; while laser-based devices can make higher efficient outputs (metal-like products) can cost about one million US$. Our proposed technique, with 5k US$, lies in an intermediate range between the industrial tools and the laser-based devices as illustrated in Fig. 1. Note that the cost axe is presented in more convenient logarithmic scale to encounter 500 US$ with 3.5 million US$. Fig. 1 shows that the ratio efficiency/[log (cost)], (R), is the best for our devices. R is estimated after the area under the curve (Fig. 1) of each device/tool. (i) 3D-printed devices R = 5.58, (ii) Industrial tools R = 7.82, (iii) Present device R = 17.57, (iv) Laser-based devices R = 14.97.
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Figure 1: (a) Logarithm of cost as a function of efficiency, (b) Efficiency/cost ratio comparison

From a technical point of view, in order to obtain grafts with relatively large dimensions (more than 3 cm), the present technique can be led to larger grafts compared to other techniques covering their requirements in an easy and effective handling. For example, for larger bone-defects, each tissue chamber could be both isolated and perfused independently to obtain the desired output component. The grafts can be regulated so that each segment is subjected to comparable shear stress through culture to optimize output-variability.

The main future of the present technique is how to satisfy the need for larger bone segments with (i) uniform seeding of large scaffolds, (ii) under desire anatomically shaped scaffolds, (iii) long distance perfusion of segmental grafts in bio incubators, (iv) customization of bio incubator design and, (v) and highly interest handling-standardization. Therefore, it is censorious to present a novel-devise having controlled-engineering scenarios which have the ability to (i) optimize (minimizing) handling-techniques, (ii) increase output-variability, and (iii) smooth transition of tissue-engineered segmental bone grafts from lab-scale to bed-scale. The present technique has encountered, and even overcome, these challenges by a suitable combination of typical bone-engineering and certain state-of-the-art using tissue-culture- and cell-technology.

2  Materials and Methods

In general, the main experimental details are previously detailed in references [21–24]. We have digitally reconstructed segmental added-on bone-tissue. These SB defects are represented by red regions in Fig. 2a. Then, one has transversally partitioned to the lengthwise direction, which leads to production of parts with well recognized thickness and dimensions (Figs. 2b and 2c). After partition, one has cultured the stem cells in a tailored incubation cell (Fig. 2d). During the culture processes, one has added, in a tailored “bio-mold”, both hydroxyapatite and tannin composite [21–24] in order to get the final bone modules combined for retexturing of SB defects.
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Figure 2: (a) Rabbit femur (white) containing bone-defect (bone segment BS) (red), (b) Sectioning of red, (c) Reconstructions of BSs, (d) Cells (blue) are seeded into the tailored segments, (e) General view of the bio-incubator, (f) Details of the bio-incubator, (g) The tailored scaffolds, (h) The final segments

2.1 Sectioning of SB Defects

One has purchased rabbit femur (RF) from the market, cleaned to get rid of all covered tissues. One has imported DIC files to Simple ware Scan-IP (Simple-ware-exeter United Kingdom) in order to perform images processing, which means that one has created a mask for, just, visualization. Using the finite element module with polishing a masquerade, one can model the RF by interlocking the full model. Using a CAD-computer-aided-design, one has modeled the RF in fourteen RF-segments each of five mm-thick with 200 micrometer thick cylinders. Then, one has isolated the bone segments (BSs) and tailored perfusion inserts (PIs) with de-cellularized BT-scaffolds. The nearest six BSs obtained from sectioning are named work S1–S6, which corresponds to a 3 cm long RF-defect.

2.2 Molds Building, Forming and Manufacturing for Shaping the Perfusion Inserts

In order to produce tailored PI, one has designed molds in AutoCAD (Autodesk, Figs. 3a–3e). In fact, various mold-structures have been examined in order to permit the manufacturing of nearly perfect PI. The three-part design contains a base 1.95 cm in radius, a ring 1.95 outer radius, 1.3 cm inner radius and one cm height, with the ability that the different segments can easily join together. To patch with the simulation data and to form an equalized container through the PI. One has controlled the spline-offset 0.15 cm from the board of each partition, each BS are projected 0.2 cm. At the maximum of the projected issue, one has added a block plug (0.18 cm × 0.18 cm) to control the reconstructed BS to the cast (through an aperture of 0.19 cm × 0.2 cm from the center). Table 1 reports the dimensions of the different perfusion bio incubator parts (Figs. 3a–3e).
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Figure 3: (a) BSs suitable for each 6defect segments located in their corresponding perfusion inserts, (b) Vertical projection of the six BSs, (c) 3-D view of a transection of the bio incubator, (d) 2-D view of a transection of the bio incubator, (e) 3-D field of vision of a transection of the bio incubator
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2.3 Formation of Tailored Perfusion Inserts

As it is seen in Figs. 2a–2h, one has formed the tailored-PIs through molding using low–molecular weight PDMS (poly di-methyl-siloxane). Then, one has mixed an elastomer (type 184 silicone-elastomer-kit) with a treatment agent DC (Dow Corning, Midland, MI) with a ratio 9:1(w/w).

In order to degas the mix, one has carefully mixed the elastomer base and treatment factor, then has placed the mixture under vacuum. Finally, one has transfused the mix towards the gathered molds, and cured for one hour at sixty degrees centigrade. Following the sufficient temperature reduction and final cleaning, one has contentiously dislocated the PI were from the molds (Figs. 2d and 2e).

2.4 Formation of Tailored Bio-Scaffolds

As it has been detailed in references [21–24] about the formation of decellularized BT-scaffolds. One has sawed forties of trabecular BT from cow logs, from both distal and proximal locations.

Noting that, before one has started the seeding-processes, all tailored scaffolds have been cleaned and sterilized with ethanol alcohol for 8 h; then they have been located in their corresponding PDMS-room, and finally they have been kept in a standard-conditioned conditions for one complete day.

2.5 Building and Controlling of Bio Incubator

First, one has drawn the perfusion system, which contains the ports, channels and/or manifold, perfusion rooms and storage-location (six cylindrical chambers). Then, one has subtracted the entire perfusion system from an odd coinciding-3D-object. One has drawn a hole on the exterior surface of the reservoir forming both inlet and outlet-ports, which are joined with the main chamber. Fig. 3 shows the details of the bio incubator (Figs. 3a–3e).

2.6 Seeding Processes in Perfusion Bio Incubator

One has assessed and derived iPSCs as it has been previously reported [21–24]. We have expanded the iPSCs in an environment containing strong (10%)-glucose KnockOut Dulbecco’s; then one has located each scaffold in its corresponding perfusion insert following sterilization in ethyl alcohol for eight hours.

Following that, we have conditioned the scaffolds in an expansion environment for one day. Then, using autoclaved (Systec Company), one has blot-dried and has cultured with cells using a droplet technique [79]. In order to permit good attachment between cells and scaffolds, one has placed the constructs in a suitable moisturize environments at standard temperature and humidity (37°C and our calibration labs keep a relative humidity environment in the range 30% up to 50% in order to get the most suitable balance) for three hours. One day after, one has collected the expansion medium while one has estimated the number of cells that failed to adhere to the scaffolds using hemo-cytometer. Three days after seeding, one has transferred the scaffolds with their adhered cells to the perfusion bio incubator following seeding, for five weeks in osteogenic environment having high-glucose concentrations. Ending culture-processes, one has perfused the specimens with a suitable rate of flow (not less than three ml/minute and not more than four ml/minute). Then, one has collected the specimens for the following steps.

2.7 Cell-Activity, -Distribution, -Adhesion, and -Growing on Scaffolds

Three days following seeding and five weeks following culture in osteogenic induction environments, one has stained the specimens with FDAfluorescein di-acetate. Then, one has counted the quantity of attached-cells exists in the specimens with PrestoBlueCellViabilityReagent-13261TM. Then, one has estimated the fraction of BT production using: BT = [(Total area−empty area)/Total area] * 100%.

One has estimated the quantity of active-cells exist in the samples when finishing the culture processes by the help of PrestoBlue® assay; here, samples have been handled with six ml of osteogenic-medium havining 10% (by volume) of PrestoBlue® anaytes. They are incubated about two hours at 37°C. Then after, one has measured the fuorescence at the excitation:emission wave length range 560:590 nm. The quantity of viable cells has been presented after the amplitude of intensity of fuorescence.

3  Results and Discussion

3.1 Research-Application Scale Graded Up to a Clinical-One

In order to overcome the difficulties which, arise from large partitions, it is suggested using different techniques: (i) The location of defect can exactly be precised in 3D, or the replacement part as shown in Fig. 2a, (ii) Segmental defects, which are produced by sectioning into modules (6 red segments in Fig. 2b), (iii) Fig. 3b shows selected 13 segments in 3D where their totality is illustrated in Fig. 3c.

On the other hand, checkpoint-startovan© has been used to convert big μCT scans into smaller, manageable and more manipulated files maniple. Big μ-scans can be shrunk into some smaller ones.

We have imported digital imaging and communications in medicine (DICOM) [79] obtained from µCT of decellularized BSs (0.40 cm height and 0.20 cm in radius) in ScanIPSimpleware (Simple’ware) for producing of a three-dimension model and following formation of a transection illustration along the lengthwise-axis. With using Img2 CAD 7.02, we have converted the two-dimension illustrations from PNG up to DWG files, after that, we have imported them in ACAD Autodesk in order to illustrate a sufficiently good replication of the two dimension illustrations with a diameter that corresponds to the size of the largest BS produced from sectioning of the RF (Figs. 3a–3e).

In the different reported techniques of BE [80–104], it is remarked that: It is difficult to jump from a research-application scale up to a clinical-application one. Therefore, some growing SB grafts in the research-application scale (in the laboratories) can be completed with some manipulations. Then, they would be easily converted in the clinical-application scale. Thus, when some digital-reconstructions of SB-defects into breadths are reconstructed, these challenges would be affected. This can, facilitates the transfer of BE-grafts up to the clinical-application, which is presented in Fig. 2. This sheds the light on the convenience and the ascendancy of the proposed technique (shown in Fig. 2), and can lead to operating methods, which would lead, in turn, to more repeatable and useful techniques of SB grafts.

3.2 Arrangements and Partitions of Defect Reconstruction and Manufacture of PI and Scaffolding

In Fig. 4a, using micro-CT imaging, the RF has been browsed out and has proceeded a SB-graft corresponding to a defect present on this RF. Fig. 4b shows produced-files to simulate a fiddle image of the RF-surface of the bone. Then, the model has been sectioned into separate segments as seen in Figs. 4a–4e. These segments have been, then, used as samples to build different PI and to custom similar scaffolds. The obtained scaffolds have been used as bone-bio-incubators to culture the stem cells in order to form the final samples. We have chosen the thickness of the scaffolds to vary from a minimum value of 5 mm up to a maximum thickness, which confined on the BS-structure and perfusion regime adopted. This means that the BS-thick can be controlled and/or increased to larger values depending on the seeding and culture environment parameters.
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Figure 4: (a) Two-dimension illustration of decellularized bone scaffold, (b) RF, where the examined sections in Fig. (3a) is illustrated, (c) RF where the 13 partitions are illustrated in yellow, (d) Magnification of the yellow partitioned parts, (e) Final situation of the RF

Thus, the compactness of these BS can be controlled by increasing them to greater values with maximizing the seeding and culture factors.

We have used the nearest six BSs obtained from sectioning of the BS-digital restoration, corresponding to a three cm-long RF-defect. According to sectioning, the exterior area of the models of each BS has been corrected in order to obtain three dimensions samples (Fig. 3e). Then, these samples have been utilized to build tailored PI and BSs. In a parallel technique, the digital models of the samples of other bone tissue can be used, including bovine bone scaffolds. In fact, the facility to combine between the architectural-design of biomaterials scaffolds and both perfusion conditions and the seeding protocols can lead to a huge increase of the bone-tissue reproduction in SB engineering applications.

Figs. 4a–4e illustrate the formation of a cross section two-dimension illustrations of BSs for simulation investigations. The 2D illustration, which represents the trabecular design of decellularized BS can be generated by using micro-computed tomography. This has been carried out to generate a larger illustration having dimensions compared to the wider BS (S1), which is the biggest BS in the present work. These have been formed from sectioning of the RF-model.

Unfortunately, a required special bone-bio-incubator is not present in the commercial market, and every case should be built up according to their own bone-bio-incubators, however, these bone-bio-incubator control the supply of a sustained nutrients to cells during the different steps of the culture processes. This increases the possibility of producing a large amount of bone tissues. In fact, tailoring an ‘own bone-bio-incubators’ with special clinical requirements can meet different difficulties: High cost, long periods of production, and good delivery of bone segments to patients. The necessary conditions to have a good and suitable bone-bio-incubator are the following it should: (i) be self-contained, (ii) be simple design, (iii) have at least one feeding-inlet, (iv) have a system of channels (manifold): For example, in the present work, 6-tissue compartments have been used, each of them corresponds to the number of segments manipulated, (v) have reservoir, (vi) have an outlet, (vii) have a lid for straightforward path, have a monitor to show the culture-procedure processes (Fig. 2e). In order to fulfil the needs of clinical and/or experimental, the diameter of the tissue chamber should be exactly similar to the radius of the PI that holds the BGs in a press-fitted manner to allow straightforward BT-perfusion through seeding growing (Figs. 3a and 3b); thus, both the number of tissue chambers and their capacity to meet the clinical needs can be changed under desire. In addition, in order to bear in mind, the big variations in graft-diameter, the BT-chambers can be perfused in an independent manner and can be isolated. Thus, we can control and regulate the perfusion in order that each segment is subjected to suitable (and not destructive) shear stress through the culture processes.

3.3 Seeding of Cells on Scaffolds and Culture in the Bone-Bio-Incubator

Enormous quantity of cell (some hundreds of millions of cells) should be supplied in order to build blocks of growing segmental skeletal reconstructions (bone-tissue). Sladkova et al. [100] have shown that nuclear-retrograding permits the production of essentially huge numbers of analogous cell-units, which contains the power to discriminate to all of the functional-cells, which constitute the BT [102]; however, the typical techniques to cultivate BGs (in cm scale) use, in general, mesenchymal stem cells obtained from normal BT. The mesenchymal stem cells escalate gently, however, they fast attain agedness. Several authors [103–106] have reported that iPSC may not be sufficiently available in for patients suffering bone-disorders.

In Fig. 5, the down part illustrate the attached cells percentage (seeding efficiency-left) where the measured fluorescence intensity is “560 nm:590 nm” for the six studied segments (S1–S6); here, the gray color stands for static conditions while orange colored data represent the seeding efficiency (percentage of attached cells) carried out at dynamic conditions: Blue colors are with static conditions and the pale green colored data represent the seeding efficiency (percentage of attached cells) carried out at dynamic conditions. The experimental fluorescence intensity taken at wavelength “560 nm:590 nm” for the six studied segments (S1–S6). For more clarifications, the illustrated numbers corresponding to colored squares denote the following: 1: Attached cells percentage (seeding efficiency-left) with static conditions, 2: Attached cells percentage (seeding efficiency-left) with dynamic conditions, 3: Fluorescence intensity “560 nm:590 nm” for the six studied segments (S1–S6) Blue are with static conditions, 4: Fluorescence intensity “560 nm:590 nm” for the six studied segments (S1–S6) pale green are with dynamic conditions. Fig. 5 upward shows the fluorescence (Epi) micrographs (MGs) illustrating the used cells activity and viability for the six used segments (S1–S6); two data sets are illustrated, the downward MGs represent data carried out during five weeks, while the upward MGs represent data carried out for three days.
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Figure 5: DOWN: Attached cells percentage (seeding efficiency-left) UPWARD: Fluorescence (Epi) micrographs (MGs) for the six used segments (S1–S6)

This enables one to have SB grafts under desire for different clinical applications. We have recently used mesodermal progenitor-cells obtained from induced pluripotent stem cells and one gets sufficiently good functional bone tissue [21–24]; this has been obtained with a biomimetic technique. In the present work, an equivalent technique could be used to produce repeatable, productive and effective SB grafts. The quality and reproducibility of produced bone-tissue depend on how many cells affect the building processes and how these cells are spatially distributed through the scaffolds. This affects the migration, communication and differentiation, the quality and the regenerative characters of produced bone. Hinderliter et al. [103] have reported that cell-seeding processes is highly affected by the scaffold design, the segment-size and its constitution. So, in order to get high quality products, the cell-seeding and culturing processes on scaffolds should be optimized, controlled and standardized; in fact, this is a very important demand in order to attain sufficiently good BGs with high reproducibility characters to be cultured in both laboratory and clinical scales.

Sectioning of BS deficiency reorganizations into well disk-shaped design permits one to standardize the seeding protocol, to perform operant and to create repeatable growth of BGs for BS reorganization. Figs. 4A and 4Billustrate that one has obtained a homogeneous distribution of seeded-cells independent on size and/or design of the scaffolds when seeded the cells on scaffolds with the present technique. In addition, Table 2 shows the number of seeded-cells and the size of the utilized cells-suspension/BS, which has been maintained consistent. After five weeks, Fig. 6c shows that the seeding processes in the bio-incubator is by far efficient with more active-cells comparing with seeded-cells which has been seeded in static-conditions, while Fig. 6A illustrates that the dynamic system is more effective when one treats larger BGs.
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Figure 6: (a) Tissue generation for the 6-defect segments, (b) Immuno/histo chemical study, (c) Estimation of the alkaline phosphatese and osteoclcin liberated from BSs cultured with both static and Fig. 6, (d) Shows the same for the dynamic states

3.4 Bone-Tissue Figuration and Graft Collection

Viable tissues should be obtained when applying an adequate grow BGs in the lab with a condensed NECM assisted by the existence of one of osteonectin components. In references [21–24], we have shown that perfusion culture is very sensitive to the present approach to compact BGs from mamalian pluripotent stem cell-derived mesodermal progenitors. So, in the present work, the same osteo-inductive and perfusion issues has been used as already detailed [21–24]. Figs. 6a and 6b show good histological and immune-histo-chemical analysis of the obtained tissues.

This confirms good tissue formation through the seeding processes as proof by continuous cell penetration and formation of NECM. The quality of this formation is seen in Figs. 6a–6d which show good features of the utilized bone tissue engineering. Fig. 6c shows the effect of the release of alkaline phosphatase on the tissue formation when one has seeded cells in the bio-incubator with some comparison between static conditions, assisting the active action of interstitial movements for cell bioactivity, viability and discrimination, and tissue formation.

Fig. 6a illustrates the tissue generation for 6-defect segments, which have histological study analyzed with dynamic situations, Fig. 6b illustrates the immuno/histo chemical study of six BSs (S1–S6) cultured with dynamic situations in the bio incubator, Fig. 6c shows thw estimated data of the alkaline phosphatese and osteoclcin liberated from BSs cultured with both static and dynamic states; experimental results act for averages ± standard deviation (n = 3, Student’s t-test, P < 0.04;) red triangles and SDSCs stand for significant difference to static conditions.

Fig. 6d illustrates the effect of the release of osteocalcin on the tissue formation when one has seeded cells in the bio-incubator with some comparison between static conditions, assisting the active action of interstitial movements for cell activity and differentiation, and tissue formation. One can notice that homogeneous BT-formation is found when using dynamic conditions; this happens independent on the BT shape, design or/and size. This reflects the significance of protocol control for the advantageous and repeatable production of BT-engineered grafts. Gathering of tinny BT-modules leads to the formation of segmental grafts with low integrity and weak design-capability. However, different authors [103–109] have tried to scale up of BTGs. Moreover, sectioning of segmental defect reconstructions leads to the formation of BT-modules that can be gathered into segmental grafts with high efficiency and low mechanical instability. Generally, bio-adaptable BT-adhesives or orthopedic sets can be utilized to give enough mechanical powerful and keep the alignment of the BT-modules when one uses the present technique-scenario along healing and/or reconstruction. It is worth noting that the present technique-scenario can, in addition, promote more developments in vitro pre-vascularization systems.

3.5 Statistical Analysis

Two types of statistical-analysis tools have been used in order to address the best mean value and here one can present two questions: the first concerns tests for statistical significance; and the second is addressed by measures of association. We will carry out our statistical-analysis using the first one. This type answers the question: what is the probability that what we think is a relationship between two variables is really just a chance occurrence? Therefore, the statistical analysis has been carried out with the aid of Prism6:version6.0e. Moreover, Student’s t-examination has been used to compare between the six groups. The data are presented as means and ±SDs. We have estimated the values being statistically significant if the P value has been attained a value inferior to 5%

4  Conclusions

Different bone tissue (BT) engineering techniques have been used during the few past decades; however, these techniques cannot fulfil the clinical needs for various BT-engineering scenarios. The present work has fulfilled clinical application technique with different issues combined with suitable devices to close up the clinical needs. One can use the proposed technique with high multifaceted sides, ease implementation, and real improvement to the property of life patients who suffer from SB defects.
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Table 1: Different values of the dc-electrical conductivity oy, relaxation time t, low frequency dielectric
constant £’dc, and the dielectric constant at high-frequency, &’

Gs 7 (280 K) 7 (320 K) 04 280K) 04 320K &3 (280K)  &3320K £,280K £, 320K
0.04591 2.34036E-07 0.000000125 0.402337629 0.714285714 30855128.01 25100  61.97719609 78.1
0.05887 2.68701E-07 0.000000141 0.350431384 0.429184549 32443.47762 26400  95.24043489 79.3
0.07187 2.99379E-07 0.000000153 0.314521793 0.30651341  36147.61529 27700  106.1142286 80.6
0.08487 3.23367E-07 0.000000163 0.291190597 0.238379023 39043.88693 29100  114.6164666 81.9
0.10028 3.52822E-07 0.000000172 0.266880591 0.188679245 42600.37316 30600  125.0568177 83.5
0.11088 3.70043E-07 0.000000177 0.254460659 0.165016502 44679.63051 31700  131.1606969 84.6
0.12388 3.92886E-07 0.000000183 0.239665846 0.143010368 47437.7679 33000  139.2573786 85.9
0.13688 4.11458E-07 0.000000188 0.228848219 0.126182965 49680.14532 34300  145.8400576 87.4
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Table 2: Shows the values of standard glycation concentration of some healthy individuals Gg_giangara and
the activation energy AE as a function of temperature

T (K) Gg-Standard AE, meV
280 0.045141

285 0.045513 .

290 0.045925 121

295 0.046338 117

300 0.04675 120

305 0.047163 115

310 0.047575 111

315 0.047988 97

320 0.048411 90
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